Kiri^TEC Industries, Inc 



Hydraulic System Repair 
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Kin-Tec Industries exists to help you save money by extending the life of your John 
Deere radial hydraulic pumps. Unlike other companies that work on multiple parts by 
multiple manufacturers, we focus on John Deere hydraulics. This enables us to be the 
specialist you need to get more life out of your hydraulic pump. 

By focusing solely on John Deere hydraulic systems, our technicians have a mastery 
with the parts and can repair them like it is second nature. We do our work in house, not 
by outsourcing it. Using our comprehensive machine shop, our experts can revitalize 
your equipment quickly, effectively, and cost efficiently for you. It also allows us to 
exceed the original specs of the equipment, so your pump won't just be as good as new, 
it'll be better. 

We even offer the warranty on more expensive pumps like the RE33468 and RE33603. 
Recently, we've begun to undersize these pumps, and sleeve their bores. This new 
design has proven to be very useful, and there is no loss of flow performance. 
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$625.00 



AR101807 
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Fits tractors with power shift, 31 OA, 310, 544, 
440, 670A. $300 core charge. 



All pumps meets or exceeds OEM specs. 

Pumps are first torn down, cleaned for 
inspection, then inspected for repair. Our in- 
house machine shop then machines and repairs 
the main housings. Then all high-wear parts such 
as: shaft, bearings, pistons, and valves are 
replaced new. 

After rebuild is properly assembled it is bench 
tested for flow performance and pressure is then 
set. Final step is to serial tag and paint the pump. 



$2,450.00 



RE33468 

Fits 71 0C, 71 OD, and 648D. This is EXCHANGE 
only! 

All pumps meets or exceeds OEM specs. 

Pumps are first torn down, cleaned for inspection, 
then inspected for repair. Our in-house machine 
shop then machines and repairs the main 
housings. Then all high-wear parts such as: shaft, 
bearings, pistons, and valves are replaced new. 

After rebuild is properly assembled it is bench 
tested for flow performance and pressure is then 
set. Final step is to serial tag and paint the pump. 



Services 
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Kin-Tec Industries is a leading re-manufacturer of John Deere radial hydraulic pumps. 
We completely disassemble each unit and magna-flux it to ensure there are no cracks in 
the housing. Then, we thoroughly clean, reassemble, and test the part for performance. 
Our tolerances on parts exceeds original specs. Rest assured that you will receive the 
absolute best product on the market for your money. Also, we take pride in repairing 
parts that our competitors would say are non-repairable. 

In-House Machine Shop 

We have a complete in-house machine shop. This means that your hydraulic needs and 
repairs can be handled quickly, efficiently and more cost effectively! 
New parts such as pistons, shafts, and bearing races are Parkerized for maximum 
longevity. Our in house machine shop over sizes the housing if needed. 

Warranty | 

Our work comes with a standard 90 day warranty on parts, which is the same warranty 
you receive with a brand new part. This warranty even includes the RE33603 and 
RE33468. 

On our quality work, the piston to sleeve tolerance is less than .001 ! This assures an 
efficient and long lasting bore. It also removes the stress from the rest of the hydraulic 
system, translating to a longer lasting pump! 
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